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Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain None 
Chief Eng Officer None 


Deck Cadet Holgate R.A 4th Eng Officer Dickinson P.W 


Cambridgeshire 


Bulk Carrier - 71,600 d.w.t. 
(ex Mersey Bridge) 


Captain Boyle P 
Chief Eng Officer Fawcus F 





Chief Officer Brocklesby M.S 2nd Eng Officer Moorhouse F 
2nd Officer Penry G 3rd Eng Officer Hughes J.H 
3rd Officer Wright P.W.J 4th Eng Officer Kerbyson A.J 

Radio Officer Breivik P.R Jnr Eng Officer Critchley K.S 

Purser Heaslip G Electrical Officer Talout D 
C.P.0 AichA.K 
Cook LaduS 


Storekeeper Rahman M 


Cheshire IV 


Geared bulk Carrier - 31,475 d.w.t. 


Captain Davies W.A.D 
Chief Eng Officer Baker I.G 


2nd Eng Officer Bell R.C 
3rd Eng Officer O'Brien T.H 
4th Eng Officer Dick P.J 
Electrical Officer Stamper A.D 





Chief Officer Farquhar D.C.S 
2nd Officer Holcombe B 
3rd Officer Grace J.J 
Deck Cadet Woodcock H.D 
Deck Cadet Hume M.J 
Radio Officer Thomas P.E 
C.P.0 Li Y.Y 
Cook Wong C.Y 
Leading Steward Ho W.W 


Devonshire IT 
Gas Carrier - 52,647 cubic metres 


Captain Gibson S.H 
Chief Eng Officer Hartharn P.J 





Chief Officer Court R.J 2nd Eng Officer Turbitt D 
2nd Officer Mortensen A.R Cargo Engineer McKellar W.W 
3rd Officer Smith A.G 4th Eng Officer McCormack J 
Deck Cadet Springthorpe M.T Jnr Eng Officer Hoyle J.A 
Deck Cadet Waddington N.P Engineer Cadet Salt S.D 
Radio Officer Stanway P Engineer Cadet Cummings A.J 
Purser Maskell T.G Engineer Cadet O'Donnell M.A 


Electrical Officer 


C.P.O Morrison R 


Cook ScrivenW.A 


Rogers D 


Dorsetshire 
Bulk Carrier - 79,513 d.w.t. 
(ex Atlantic Bridge) 


Captain Horn M.J 








Chief Eng Officer Collins R.H 
Chief Officer Sullivan L.M 2nd Eng Officer Packer C.R 
2nd Officer Clark C.N 3rd Eng Officer Pritchard S.L 
3rd Officer Hart M.H 4th Eng Officer Johnson H.C 
Radio Officer Palethorpe J.G Jnr Eng Officer Hossack |.K 
‘rainee Radio Officer Nash M.S Engineer Cadet Taylor M.J 
Purser McNeil R Engineer Cadet Houghton A.J 
Electrical Officer Meacock R.N 
C.P.0 GuptaS.D 
Cook Singh P.N 
Storekeeper Manuel J 
Hampshire 
Gas Carrier - 52,647 cubic metres 
Captain Reeves M.M 
Chief Eng Officer Smith M.D 
Chief Officer Hodgson R 2nd Eng Officer Pickup R.W 
2nd Officer Burnett A.D Cargo Engineer Carter A.P 
3rd Officer Walker S.L.J 3rd Eng Officer Smith J.M 
Deck Cadet Bennett A.J 4th Eng Officer Twemlow A.J 
Deck Cadet Byrom M Jnr Eng Officer Taylor D.I 
Radio Officer Walker M.J Engineer Cadet Spiller J.P 
Purser Mitchell N.J Engineer Cadet Edwards A.J 
Electrical Officer Dunn R.B 


C.P.0 MacPherson M.R 
Cook Haigh D 
Storekeeper Buck F 


Herefordshire III 


General Cargo - 16,707 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Hutton R.A 





Chief Officer Nield R.T 3rd Eng Officer Edmunds A.N 
2nd Officer Howell W.R 4th Eng Officer Ford M.F 
3rd Officer Haigh RA Jnr Eng Officer Rogers G 
Radio Officer Jackman W.B Electrical Officer Bovill J.M 
Purser Whitefoot-Greenland T.V 
C.P.0 Dey N.K 


Cook Kobad S 
Storekeeper Rahman M 


Lancashire [V 
General Cargo - 16,707 d.w.t. 


Captain Arthur K 
Chief Eng Officer Kelly P.A 





Chief Officer Lowe J.H 2nd Eng Officer Lamont J.D 

2nd Officer Foster S 3rd Eng Officer Findlay K.W 

3rd Officer Shaw P.J 4th Eng Officer Hulley P.G 

Deck Cadet Chedd D.M Jnr Eng Officer Ford S.J.F 
Radio Officer Wade C Electrical Officer Le Marchand A.G 


Purser Reed A 
C.P.0 Sharma S.K.D 
Cook AzizA 
Storekeeper Elias M 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Allison J.K 








Chief Eng Officer Mcintyre P.A 
Chief Officer Malpass N.H 2nd Eng Officer McConnell R.J 
2nd Officer Head G.R Cargo Engineer Hotham K.H 
3rd Officer McGrath D.M.E 3rd Eng Officer Holt D 
Deck Cadet Stephens A.D 4th Eng Officer Powell A.K 
Deck Cadet Thornely G Jnr Eng Officer Hyde P.J 
Deck Cadet Clifton A.M Jnr Eng Officer Lambton C 
Radio Officer Smith K.D Electrical Officer Boughton R 
Purser Blackhurst D 
C.P.0 Carter R.A 
Cook MacConnell T 
Storekeeper McGarry J 
Staffordshire IV 
Gas Carrier - 75,970 cubic metres 
Captain Middleton R.C 
Chief Eng Officer MacDonald D.J 
Chief Officer Williams P.G 2nd Eng Officer Tetlow D.R 
2nd Officer Harris S.N Cargo Engineer Edington J.S 
3rd Officer Mallett J.W 3rd Eng Officer McDonald B.J 
Deck Cadet Hobson S.M 4th Eng Officer Spivey S.J 
Radio Officer Valentine G.K Jnr Eng Officer McColville D.S 
Purser Mackenzie A Electrical Officer Brown G 


C.P.O0 Horabin D.K 
Cook Frapwell K.G.A 
Storekeeper Jones C.E 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Corcoran J.A 





Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Radio Officer 
Purser 


Chief Eng Officer Penny D.N 
Martin F.R.F 2nd Eng Officer Lindsay W.P 
Gaukrodger C.S Cargo Engineer Patterson F.H 
Duffield D.R 3rd Eng Officer Ramsey A.V 
Hume M.S 4th Eng Officer Hudson S 
Foley B.J Jnr Eng Officer Herd P.M 
Thompson P.C Electrical Officer Jackson D.H 


C.P.0 Campbell A 
Cook Bolton R.J 
Storekeeper Frew T 


